TOYO SAFETY 1724 (N95) 


Donning Procedures 


1. Put the respirator against your face with logo oriented your chin. Make sure the 
respirator is oriented correctly. Press the respirator against your face with the nose 
foam on the bridge of your nose. 

2. Position the headbands cross your ears and hook them on the back of your head. If 
the headband loose, adjust the length of headband. Refer to the Figure 2, 
furthermore, please do not wear the headbands on your ears directly; it is very 
dangerous due to high leakage. 

3. Press the respirator against your face to make your face totally fit with the respirator. 

4. Test the fit. Cup both hands over the respirator and exhale vigorously. If air leaks are 
detected, adjust the position of the respirator and check if air leaks again. 


If you CANNOT achieve a proper fit, DO NOT enter the contaminated area. 
See your supervisor for proper fitting respiratory protection. 
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Headband Adjustment 

1. Pull the end of headband to direction 0, then you can adjust it freely. 

2. Pull up the adjuster to direction O and pull headband to direction OU , then you can 
adjust it freely. 
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